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HARYANA GOVT GAZ , APRIL 28 , 1970 (VYSK . 8 , 1892 SAKA ) 


(PART I 


PUBLIC WORKS DEPARTMENT 


BUILDINGS AND ROADS BRANCH 


(Gurgaon Circle) P.W.D. B. & R. Branch 


The 17th April , 1970 


No. M / 108/243_Whereas it appears to the Governor of Haryana that land is likely to be required to be 
taken by the Government, at the public expense, for a public purpose, namely , for constructing an approach roid 
from Sohna tv Abheypur in Gurgaon District it is hereby notified that the land in the locality described below 
tikely to be acquired for the above purpose . 

The notification is made under the provisions of section IV of the Land Acquisition Act, 1894 ,to all 
whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is pleased to 
authorise the officers for the time being engaged in undertaking with their servants and workmen to enter 
upon and survey any land in the locality and do all other acts required or permitted by that section . 

Any person interested who has any objection to the acquisition of any land in the locality may withi n 
thirty days of the publication of this notification file an objection in writing before the Land Acquisition Collec 
tor , P. W. D. B. & R. Branch , Ambala . 


Name of 
District 


Name of 
Tehsil 


Name of 
Village 


Area in Acres 


REMARKS 


Gurgaon 


Gurgaon 


Sohna 


8.82 


As demarcated at sit 


Do 


Do 


Khaika 


8.30 


Do 


Do 


Lobatki 


6.70 


Do 


Do 


Siriska 


1.74 


Do 


Do 


Abheypur 


13.00 


Do 


Do 


Damdama 


1.00 


Total 


39.56 


The 20th April , 1970 
No. 28 GA /15 /244 .-- Whereas it appears to the Governor of Haryana that land is likely 
to be required to be tiken by the Government, at the public expense , for a public purpose, namely, for 
constructing an approach road from Jatausana Railway Station to village Guriani in Gurgaon District , it is hereby 
notified that the land in the locality described below is likely to be required for the above purpose . 


The notification is made under the provisions of section IV of the Land Acquisition Act, 1894 to all 
whom it may concern . 

In exercise of the powers conferrod by the aforesaid section , the Governor of Haryana is please 
to authorise the officers , for the time being engaged in the undertaking, with their servants and workmei 
to enter upon and survey any land in the locality and do all other acts required or permitted by th : 
section . 


Any person interested who has any objection to the acquisition of any land in the locality mi 
within thirty days of the publication of this notification , file an objection in writing before the Land Acq 
sition Collector, P.W.D., B. and R. Branch , Ambala . 
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Area in acres 


ROMARKS 


Name of 
District 


Name of 
Tehsil 


Name of 
Village 


Robtak 


Jhajjar 


Guriani 


2.32 


As demircited itt site 


Total 


2.32 


G. S. TANDON , 


Superintending Engineer, 
Gurgaon Circle, P.W.D., B. and R. 


ROHTAK CIRCLE 

Under Section VI 

The 3rd April, 1970 
No. SER /RM -8/15. - Whereas the Governor of Haryana is satisfied that land specified below is needed 
by the Government, at public expense, for a public purpose , namely , for construction of 25 -Bedded Hospital 
It Jhajjar in Rohtak District, it is hereby declared that the land described in the specification below is required 
or the above purpose . 

The declaration is made under the provisions of Section 6 of the Land Acquisition Act, 1894 , to all 
whom it may concern , and under the provisions of Section 7 of the said Act, the Land Acquisition Collector, 
Jaryana , P.W.D., B. & R. Branch , Ambala Cantt., or any other Special Collector, authorised by the Coloni 
ration Officer-cum -Special Land Acquisition Officer, Haryana, is hereby directed to take orders for the 
icquisition of the said land . 

Plans of the land may be inspected in the offices of the Land Acquisition Collector, Haryana 
?.W.D ., B. & R. Branch , Ambala Cantt. and the Executive Engineer, Rohtak Provincial Division , Rohtak . 


Name of District 


Name of Tehsil 


Name of Village 


Area in acres 


RBMARKS 


Rohtak 


Jhajjar 


Jhajjar 


3.45 


As demarcated at site 

(Khasra No. 680 ) 


The 1st April, 1970 


No. 28RA / 92 / 14 . - Whereas the Governor of Haryana is satisfied that land specified below 
needed by Government. at public expense for a public purpose, namely , for constructing a road from 
Nandal to Rindhana Via Dhanana in Rohtak District, it is hereby declared that the land described in the 
sp cification below is required for the aforesaid purpose. 

This declaratio 1 is made under the provisions of Section 6 of the land Acquisition Act, 1894 to all 
whom it may concern and under the provisions of Section 7 of the said Act the Land Acquisition Collector , 
P. W. D., B. & R., Haryana , Ambala Cantt. i hereby directed to take orders for the acquisition of the said 
Jand 


Plaas of the land may be inspected in the offices of the Land Acquisition Collector, Haryana 
P. W. D., B. & R. Branch , Ambala Cantt. and the Executive Engineer, Provincial Division , P. W. D. 
B. and R. Branch , Rohtak . 


SPECIFICATION 


District 


Tehsil 


Locality 


Remarks 


Area in 
acres 


Rohtak 


Gohana 


Nandal 


3.99 


As demarcated at site 


Rohtak 


Goha na 


Dhanana 


18.51 


Rohtak 


Gohana 


Rindbana 


147 


Total 


23.97 


